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ACTION SCSE-00 

INFO OCT-01 EUR-03 ISO-OO /004W 

101344 

P R 091047Z JUN75 
FM AMCONSUL FRANKFURT 
TO AMCONSUL ZAGREB PRIORITY 
INFO SECSTATE WASHDC 331 
AMEMBASSY BELGRADE 

UNCLAS FRANKFURT 3634 

E.O. 11652: NA 

TAGS: CASC, YO (SANDER, MR. & MRS. ULI) 

SUBJECT: WAV TRAFFIC ACCIDENT 

REF: ZAGREB 0486 

1. CONGEN SPOKE WITH BANK OFFICIAL OF DRESDNER BANK. HE SAID 
NORMAL WAITING PERIOD FOR REIMBURSEMENT FOR LOST TRAVELERS 
CHECKS IS ONE YEAR. IN SPECIAL CASES THIS MAY BE SHORTENED, 

BUT THE LEAST BANK WOULD REQUIRE WOULD BE POLICE REPORT ON FIRE, 
STATEMENT UNDER OATH BY THE SANDERS THATALL CHECKS WERE BURNT 
IN FIRE AND ANY OTHER EVIDENCE WHICH SUBSTANTIATES STATEMENTS. 
NOTHING BANK CAN DO ON BASIS OF PHONE CALL. SANDERS SHOULD GIVE 
BANK A WRITTEN REPORT WITH ENCLOSED EVIDENCE. 

2. "AUTO-SIXT" NOTIFIED. CONDOR AIRLINES NOTIFIED.HARLAN 
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